From: 

Corbett, Kate (DPH) 

Sent: 

Wednesday, April 11, 2012 9:21 AM 

To: 

Nassif, Julianne (DPH) 

Cc: 

Tran, Mai (DPH) 

Hi Julie, 



I wanted to let you know that I will not be able to switch positions with Mai at this time. I spoke with the itis 

not feasible to adjust my days/hours there as I have already reserved full time slots and they do not have any part time 
slots available. In the future, this would be something that I would be interested in doing but for the time being it is 
unfortunately not going to work. 

Thanks, 

Kate Corbett 
Chemist II 
Drug Analysis Lab 
Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 
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